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Abroma Augustum in dysmenorrhea, 535 

Ackerman, action of digitaline, 246 

Acton, treatment of syphilis, 542 

Ady, pin retained in throat, 575 

Zigophony, 489 

Aleohol, antipyretic action of, 250 

Althaus, neuritis of brachial plexus, 194 

Amaurosis, strychnia in traumatic 273 

Amazon, medical notes on Upper, 395 

Amenorrhea relieved by morphia and atro- 

pia, 288 

Amory, Action of Bromides, review of, 470 | 

Aneurism, intracranial, 373 } 
, surgical treatment of, 536 | 

Anomalies, anatomical, 131 

Antimony, action of, 247 

Anus, forced dilatation for fissure of, 267 

Aphasia, 184, 489 

Arnott, therapeutics of cancer, 492 

Arsenic in green colors, 153 


Aspiration as a means of diagnosis and treat- | - 


ment, 551 
Asthma, crystals in sputum in bronchial, 529 | 
—, treatment of, 365 | 
Atlas, comminuted fracture of, 554 
Atlee, operation for peritoneal inflammatory 
cyst, 383 
-, ovariotomy, 127 
Atropia and physostigma, antagonism be- 
tween, 500 
Autumnal Catarrh, notice of Wyman on, 477 
Aveling, post-mortem parturition, 565 


B. 
Bader, ophthalmoscopic appearances of the 
eye, 183 
Barnes, hypertrophic polypus of os uteri, 
490 
Bartholow, intracranial aneurisms, 373 
Bartlett, case of healing by skin gvafting, 
573 
Beard and Rockwell on Electricity, review 
of, 135 
Beck, chloral in tetanus, 292 
Begbie, muriate of lime, 524 
Belladonna, influence of, on sweating, 527 
Bibliographical Notices— 
Buck, Lithotomy and Lithotrity, 237 
Carroll. Quarantine, 242 
——— Dobell, Winter Cough, etc., 516 
Dunglison’s History of Medicine, 
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Bibliographical Notices— 
Fisher, Plain Talk about Insanity, 
232 
——, Fraser, Antagonism between Phy- 
sostigma and Atropia, 500 
Green, Introduction to Pathology, 
238 
Guy’s Hospital Reports, 181 
Harley on the Urine, 238 
Henry, Treatment of Venereal Dis- 
eases, 240 
Hewson, Earth Dressing in Surgery, 
226 
Lanoix, Vaccinal Syphilis, 241 
—— Lawson, Sciatica, Lumbago, and 
Brachialgia, 506 
Léwenberg, Extraction of Foreign 
Bodies from Ear, 514 
—w— MacCormac, Consumption and the 
Breath Rebreathed, 517 
Meadows, Midwifery, 507 
Medico-Chirurgical Transactions, 191 
—— Mitchell, Injuries of Nerves, 229 
Morgan, Origin of Cancer, 511 
, The Contagious Diseases, 
239 
New York State Medical Society's 
Transactions, 495 
Obstetrical Transactions, 202 
Report of Board of Health of Health 
Department of City of New York, 218 
Smith, Di of Children, 235 
St. Thomas’s Hospital Reports, 485 
State Medical Society’s Transac- 
tions, 43 
Storer, Two Frequent Causes of Ute- 
rine Disease, 500 
——— Syphilis, recent works on, 503 
Watson’s Practice of Medicine, 512 
Wood, Thermic Fever, 482 
Wyman, Autumnal Catarrh, 477 
Bill, carbol, 17 
Binz, antipyretic action of quinia and alco- 
hol, 250 
Blacke, lacto-phosphate of lime, 249 
Bladder, inversion of, 493 
, irritable in latter months of preg- 
nancy, 203 
, rupture of urinary, 579 
Blindness from cerebro-spinal meningitis, 
508 
Blood, contribution to pathology of, 277 
Bokai, adhesion of prepuce, 264 
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Bone, bending of, 288 

—-—, removal of tumours from, 200 

Bony metamorphosis, general, 534 

Bordley, oxytocic action of cinchona, 73 

Bowditch, intemperance, 152 

Brain, injury io, 198 

Bromide of potassium, relative efficacy of. 
in maniacal excitement, 261 

, review on action of, 


470 


, properties of, 526 

in epilepsy, 531 

Brown, abnormal genitals, 575 

, oxytocic action of quinia, 287 

, pelvic peritonitis and peri-uterine 
cellulitis, 56 

Buck on Lithotomy and Lithotrity, notice 
of, 237 

Busey, chloroform poisoning, 430 


Cc, 
Cesarean operations in United States, 290 
section, case of, 205 
Caffein, 528 
Calculus, extraction of fragments of urinary, 
270 


California Medical Society’s Transactions, 
notice of, 217 
Callender, cases of injury to brain, 198 
Camphor, mono-bromate of, in delirium tre- 
mens and chordee, 577 
monobromide of, 262 
Cancer originating in eye lost by inflamma- 
tion, 558 
, therapeutical importance of recent 
views of, 492 
Cantharidism, reno-vesical, 264 
Carbol, Bill on, 17 
Carbolic acid as an anesthetic, 289 
—_—————, properties of, 248 
Carbon as an antidote to phosphorus, 571 
Carbuncle, treated by incision, 124 
Carroll, Quarantine, notice of, 242 
Cataract, Liebreich’s operation for, 493 
Catheter, vertebrated prostatic, 433 
Cellulitis, peri-uterine, 56 
Cephalotribe, construction of, 209 
Cerebro-spinal meningitis, 576 
, blindness 


and 
deafness from, 580 

Chapman, pericarditis, 313 

Chisolm, accidental irideremia, 125 

———, hypodermic _ of strychnia, 386 

Chloral, action of, 245, 

——-—, death from, 

—-—, diplopia following use of, 573 

—-—— in pertussis, 580 

—--— in tetanus, 292 

——-—, relative efficacy of, in maniacal ex- 
citement, 261 

—, strychnia an antidote to, 571 

Chloroform poisoning, 430 

Churchill's report of obstetrical practice, 565 

Cinchona, oxytocic action of, 73 

Clarke, Action of Bromides, review of, 470 

, alcoholic paresis and paraplegia, 


Conner, Lyell’s displacement of radius, 582 
Cornea, tinting opacities of, 561 
Corpuscles, variation in size of red, 243 
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Corwin, spinal contusion with fracture of 
femur, 419 

Cretinism, sporadic, 195 

Croft, inversion of bladder, 493 

Cuignet, vision in young infants, 559 


D. 

Deafness from cerebro-spinal meningitis, 580 

Demarquay, aspiration in strangulated her- 
nia, 267 

Development, precocious, 245 

Dextral pre-eminence, 196 

Diabetes insipidus, treatment of, 263 

, treatment of, 532, 533 

Diarrhoea of young children, pepsine in, 263 

Dieulafoy, aspiration as a means of diagno- 
sis and treatment, 551 

Digitaline, action of, on circulation and 
temperature, 246 

Dilatérs, new use of Barnes’, 275 

Dobell, Winter Cough, ete., notice of, 516 

Draper, arsenic in green colours, 153 

Dropsy, treatment of, 260 

waar Localized Electrization, review 
of, 1 

hams delay of labour after discharge of 
liquor amnii, 562 

Dunglison’s History of Medicine, notice of, 
498 


Dysmenorrhea, abroma augustum in, 535 
-, intermenstrual, 276 


Ear, extraction of foreign bodies from, 514, 
553 

Earth Dressing in Surgery, notice of, 226 

Edinburgh Obstetrical Society, notice of 
transactions of, 209 

Eichelberger, bending of bones, 288 

Elbow, sub-periosteal resection of 550 

Electro-Therapeutics, review on, 135 

Elimination theory of cure of disease, 536 

Embalming, 1 

Embolism, 325 

Epilepsy, bromide of potassium in, 531 

Epistaxis, method of instantly arresting, 266 

——, vicarious menstruation by means 
of, 566 

Ergot, administration of, in diseased hearts, 
566 


, in fibroma of uterus, 567 

Erickson, oxytocic action of quinia, 287 
Ethyl-chloride of mercury, 252 

Eucalyptus globulus as an antiperiodic, 251 
Evans, paracentesis thoracis, 486 

Eye, ophthalmoscopic appearances of, 183 
—, sirychnia in Jiseases of, 386 


F. 

Fagge, electrolytic treatment of hydatids of 
liver, 192 

" sporadic cretinism, 195 

, Stenosis of cesophagus followed by 
epithelioma, 188 

Fayer, badly united fracture, cured by re- 
fracture, 268 

Femur, impossibility of complete reduction 
in fracture of, 112 

, unreduced dislocation of, 492 

Fisher on Insanity, notice of, 232 

Fistula, utero-peritoneal, 275 
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Fitts, fibrous tumour at base of tongue, 122 

Food, artificial, for infants, 580 

Fracture, badly united, cured by refracture, 
268 


Fraser, antagonism between physostigma 
and atropia, 500 
Fungi in blood of healthy men, 244 


G. 

Galt, medical notes on Upper Amazon, 395 

Gastrotomy, 552, 553 

—_- , in fibrous tumours of uterus, 
568 

Genitals, abnormal, 575 

Gestation, extra-uterine, 208 

Gibbons, amputation at knee-joint, 578 

Goitre, treatment of, 266 

Grace, case of injury to spine, 555 

Green’s introduction to Pathology, notice 
of, 238 

Gross’s Surgery, review of, 439 

Guerin, cotton-wadding dressing for wounds, 
271 

Gunshot wounds of lower extremity, 491 

——_ , diagnosis of presence of 
metallic substance in, 557 

Guy’s Hospital Reports, notice of, 181 

, analysis of patients treated 


in, 191 


Habershon, clinical cases, 189 

Heematidrosis, 186 

Hematocele, pelvic, 205 

Hematuria, 193 

Hamilton, fracture of atlas, 554 

, general bony metamorphosis, 534 

Hammond, monobromide of camphor, 292 

Harlan, congenital retinitis pigmentosa, 130 

Harley, action of opium alkaloids, 487 

, endermic hematuria, 193 

on the Urine, notice of, 238 

Harris, quinia as an oxytocic, 290 

, Cesarean operations in the United 

States, 290 

, cancer of stomach, 423 

Hay fever, 477 

Hemorrhage, pulmonary, and phthisis, 528 

Henry, Treatment of Venereal Diseases, 
notice of, 240 

Hernia, aspiration in strangulated, 267, 
551 

Herpes zoster, pathology of, 257 

Hewitt, vomiting of pregnancy, 206 

Hewson on Earth Dressing, notice of, 226 

Hicks, contractions of uterus throughout 
pregnancy, 206 

Hildebrandt, ergot in fibroma of uterus, 
567 

Holden, treatment of asthma, 365 

Hospital atmosphere, 569 

Hospitalism, review on, 162 

Humerus, dislocation of, into axilla, 578 

Hutchinson, vaccinal syphilis, 197 

Hutchison, syphilization, 582 

— of liver, electrolytic treatment of, 
19 

Hydrocele, treatment of, 266 , 

Hyoscyamus, relative efficacy of, in mania- 
cal excitement, 261 

Hysteria, 185 
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Icthyosis treated by sulphate of copper, 535 
Insanity, notice of Fisher on, 232 
Intemperance, Bowditch on, 152 
Intestinal canal, erectile tumour of, 534 
Iowa Medical Society, notice of transactions 

of, 213 
{rideremia, accidental, 125 
Iritis, rheumatic and gouty, 559 
Iron, researches cn, 524 


Joints, surgical treatment of diseased, 495 
Jones, diseased joints, 495 


K. 
Keeler, eucalyptus globulus, 251 
Kennedy, Hospital atmosphere, 569 
, portion of placenta thrown off in 
pregnancy, 563 
Knapp, blindness and deafness from cerebro- 
spinal meningitis, 580 
Knee-joint, amputation at, 578 
Knight, cases of ovariotomy, 434 


Labbe, aspiration in strangulated inguinal 
hernia, 551 

—-——, carbolic acid, 248 

Labour, delay of, after discharge of liquor 
amnii, 562 

Lactic acid in treatment of diabetes, 532 

Lacto-phosphate of lime, therapeutic dose 
of, 249 

Lanoix, Vaccinal Syphilis, notice of, 241 

Lawson, Sciatica, etc., notice of, 506 

Lee, cases of ovariotomy, 436 

Leeds, amenorrhea relieved by morphia and 
atropia, 288 

Leucocyth»mia with alteration of marrow 
bones, 259 

Licorice, compound powder of, a laxative, 


Lidell, thrombosis and embolism, 325 

Liebreich, operation for cataract, 493 

Lithotomy, 548 

—-—— and Lithotrity, notice of Buck 
on, 237 

Longmore, tabulation of war surgery, 199 

Lostorfer, fungi in blood in health, 244 

———, Stricker’s investigations on cor 
puscles of, 277 

Lowenberg, extraction of foreign bodies 
from ear, 514 

Lyell’s displacement of radius, 582 


M. 
MacCormac on Consumption, notice of, 517 
-———, gunshot wound of lower ex- 
tremity, 491 
——, unreduced dislocation of femur, 


492 

Manderille, diplopia following use of chlo- 

ral, 573 

Mania, puerperal, 209 

Markoe, Diseases of the Bones, Review of, 
448 


Mason, rupture of bladder, 579 

Massachusetts State Board of Health, review 
of report of, 151 

Mastoid cells, inflammation of, 269 
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Maxilla, bilateral anchylosis of inferior, 269 

Maxillary sinus, disease of, 558 

McClellan, extirpation of parotid, 417 

McDonnell, Surgery, notice of, 503 

McRae, action of chioral, 522 

Meadows, Midwifery, notice of, 507 

——, pelvic hamatocele, 205 

Medico-Chirurgical Transactions, 191 

Melanotic tumours, nature of, 557 

Metatarsus, amputation through, 582 

Metropclitan Board of Health, notice of re- 
port of, 218 

Meyer, Medical Electricity, review of, 135 

Michigan Medical Society’s Transactions, 
notice of, 218 

Milne, version and uterine tetanus, 564 

Miner, ovariotomy by enucleation, 391 

Miot, extraction of foreign bodies from ear, 


45, 
Mitchell on Injuries of Nerves, notice of, 
29 
Montgomery, shortening in fracture of thigh, 
112 


Morgan on the Contagious Diseases, notice 
of, 239 
, Origin of Cancer, notice of, 511 

Morphia, poisoning from, 572 

Morris, cerebro-spinal meningitis, 576 

, cleft palate, 494 
Murchison, incubation of continued fevers, 
5 


Muriate of lime, therapeutic action of, 524 
Murray, case of triplets, 289 
Myrrh, therapeutic value of, 249 


N. 
Neftel, Galvano-Therapeutics, review of, 
135 


Nerves, notice of Mitchell on Injuries of, 
229 


Neumann, leucocythemia with alteration of 
marrow of bones, 259 
- , scleroderma adultorum, 257 
Neuritis of the brachial plexus, 194 
Neurotics, action of, on cerebral circulation, 
526 


Newman, treatment of strictures, 583 
New York State Medical Society’s Trans- 
actions, notice of, 495 


0. 
Obstetric operations, mortality after, 203 
Obstetrical Society of London, notice of 
transactions of, 202 
Edinburgh, notice of 


transactions of, 269 

Esophagus, stenosis of, followed by epithe- 
lioma, 188 

, stricture of, 489 

Ogie, dextrai pre-eminence, 196 

Ollier, subperiosteal resection of elbow, 550 

Opium alkaloids, action of, 487 

—-, use and abuse of, 156 

Optic nerves, anemia of, treated by gal- 
vanism, 272 

Ord, influence of colloids upon forms of in- 
organic matter, 485 

Organisms, investigations on low, 244, 519 

Schlesinger, uterine movements, 
5 

Osteo-malacia, 207 
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Ovarian cyst, spontaneous rupture of, 202 
Ovariotomy, cases of, 127, 434, 436, 579 
—— by enucleation, 391 
during pregnancy, 208 
——_—-——,, operation for peritoneal inflam- 
matory cyst, 133 

, Spencer Wells on, 201 

Ovary, misplaced, 213 


Page, pulvis glycyrrhize compositus, as a 
laxative, 252 
Paget, removal of tumours from bone, 200 
Palate, cleft, 494 
Paracentesis thoracis, 486 
Parasites, vegetable, and the diseases they 
cause, 159 
Paresis and paraplegia, alcoholic, 258 
Parotid gland, extirpation of, 417 
Parturition, post-mortem, 565 
, temperature during, 190 
Pathological Histology, review of Rindfleisch 
on, 172 
Peacock, prognosis in valvular disease, 489 
Pean, gastrotomy in fibrous tumours of ute- 
rus, 568 
Pemberton, lithotomy, 548 
, Stricture of urethra, 545 
——, surgical treatment of aneurism, 


536 

Pericarditis, experimental researches on, 313 

Peritonitis, pelvic, 56 

Perivascular system of brain, 488 

Phosphates, excretion of, 243 

Phosphorus, carbon as an antidote to, 571 

Physostigma and atropia, antagonism be- 
tween, 500 

Picrate of quinia, 252 

Pin retained in throat, 575 

Placenta, portion of, thrown off in preg- 
nancy, 563 

--, separation of, before labour, 211 

Plaster of Paris dressing for fractures, 75 

Plastic apparatus in surgery, 75 

Pssumonia, acetate of lead in, 262 

Peiand, statistics of subclavian aneurism, 
181 

Pregnancy in cases of disease of heart a 
cause of pulmonary disease, 274 

, recurrent discharge of fluid from 
uterus during, 274 

Prepuce, adhesion of, to glans, 264 

Priestley, intermenstrual dysmenorrhea, 
276 

Puerperal convulsions treated by chloro- 
form, 574 

Pyxmia, 253 


Quinia, antipyretic action of, 250, 527 
—, effects of large doses of, 524 
, oxytocic action of, 287, 290, 437, 


—-—, picrate of, 252 
, researches on, 524 


R. 
Rabuteau,; quinia and iron, 524 
Radius, Lyell’s displacement of, 582 
Rainey, currents in fluids, 486 
Rectum, stricture of, 114 


| 
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Relapsing fever, incubation of, 485 
Retina, lesions of, in albuminuria, 559 
Retinitis pigmentosa, case of congenital, 130 
eviews— 
Clarke and Amory, Action of Bromides, 
470 
Electro-Therapeutics, 135 
Gross’s Surgery, 439 
Hospitalism, 162 
Markoe, Diseases of the Bones, 448 
Report of State Board of Health of Mas- 
sachusetts, 151 
Rindfleisch, Pathological Histology, 172 
Schroede., Manual of Obstetrics, 457 
Reynolds on Electricity, review of, 135 
Rheumatic gout, treatment of, 533 
Ricord, treatment of syphilis, 543 
Rindfleisch, investigations on low organisms, 
244, 519 
of, 172 
Roberts, treatment of dropsy, 260 
Rutledge, oxytocic action of quinia, 438 


, Pathological Histology, review 


8. 
Sanders, chloroform in puerperal convul- 
sions, 574 
Sanderson, pyemia, 253 
Schroeder’s Obstetrics, review of, 457 
Schwalbe, treatment of goitre, 266 
Sciatica, notice of Lawson on, 506 
Scleroderma adultorum, 257 
Sclerosis of spinal cord, 185 
Seeds, action of quinia on ‘uterus, 437 
Seguin, cervical sympathetic in unilateral 
sweating of head, 427 
, double central canal in spinal cord, 


429 
Sewing-machines, effects on health of, 156 
Shortening produced by fracture of femur, 
112 
Simpson on Hospitalism, review of, 162 
Skin-grafting, 182, 493, 573 
Smallpox, xylol in, 263 
Smith on Diseases of Children, notice of, 235 
—, carbolic acid as an anesthetic, 289 
——-, galvanism in anemia of optic nerve, 
72 


Soda, sulphovinate of, as a purgative, 252 

Spinal atrophy after amputation, 268 

——— cord, double central canal in, 429 

——— contusion with fracture of femur, 
419 

Spine, remarkable case of injury to, 555 

Squire, vertebrated prostatic catheter, 433 

Staub, hypodermic injections of corrosive 
sublimate in syphilis, 545 

Sternum, transverse fracture of, 557 

St. John, plastic apparatus in surgery, 75 

Stomach, cancer of, 423 

Storer, two frequent causes of uterine dis- 
ease, 500 

Streets, anatomical anomalies, 131 

Stricker, contribution to pathology of blood, 
277 

Stricture of urethra, 545 

Strictures, treatment of, by laminaria and 
galvanism, 584 

St. Thomas’s Hospital Reports, notice of, 
485 

Strychnia an antidote to chloral, 571 
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Sazetnie hypodermically in disease of eye, 
86 


Subclavian aneurism, statistics of, 181 

Sulphovinate of soda as a purgative, 252 

Sunstroke, Wood on, 482 

Sweating, influence of belladonna on, 527 

———— of head, cervical sympathetic in 
unilateral, 427 

Syphilis, cerebral disease caused by, 188 

—-—-, Drysdale on, 504 

—-——-, Lewin on, 505 

--, notice of recent works on, 503 

—-——-, treatment of, 542, 543 

by corrosive subli- 
mate hypodermically, 545 

—-——- treated by syphilization, 582 

, vaccinal, 197, 241 


Taste nerves of, 243) 

Taylor, tinting opacities of cornea, 561 

Temperature of body modified by local ap- 
plications, 197 

Tetanus, treatment of, 550 

———, uterine, 564 

Thermic fever, Wood on, 482 

Thrombosis, 225 

Ticehurst, tattooing opacities of cornea, 562 

Tobacco smoke, action of, 247 

Toe-nail, in-growing, 557 

Tongue, fibrous tumour at base of, 122 

Tracheetomy performed by gaivano-caustic 
knife, 270 

Triplets, case of, 289 

Troup, gastrotomy, 552 

Tubercular meningitis, 533 

Typhoid fever, incubation of, 485 

—-——_——, cold water treatment of, 530 

Typhus, incubation of, 485 


U. 
Urea in animal body, 244 
Urethra, stricture of, 545 
, treatment of, by lami- 
naria digitata and galvanism, 583 
Uteri, os, hypertrophic polypus of, 490 
Uterine movements, characters of, 520 
Uterus, contractions of, throughout preg- 
nancy, 206 
, diagnosis of incipient cancer of neck 
of, 567 
, ergot in fibrous enlargement of, 209, 


——-,, gastrotomy in fibrous tumours of, 
8 


, reduction of inverted, 580 


Vv. 
Vaccine lymph, glycerined, 263 
Valvular disease, prognosis in, 489 
Varicose veins, ergotine injections for, 270 
Variola and typhus fever, 531 
, recurrent, 292 
Veratrum viride as a hemostatic, 577 
Version and uterine tetanus, 564 
Vertebra, caries of, and disease of cord, 260 
Vision, condition of, in young infants, 559 
Vomiting of pregnancy, 204 
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Ww. 
Wagstaffe, perivascular system of brain, 488 
Watson’s Practice of Medicine, notice of, 
512 
White, vegetable parasites, 159 
Whitehead, stricture of rectum, 114 
————, treatment of carbuncle by in- 
cision, 124 
Wilks, cases of disease of the nervous sys- 
tem, 184 
, hematidrosis, 186 
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Wood, Thermic Fever, notice of, 482 

Wounds, cotton-wadding dressings for, 271 
, on healing of, 267 

Wyman, Autumnal Catarrh, notice of, 477 


x. 
Xylol in smallpox, 263 


| Zootrophic powder, 258 
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